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Message Text 


UNCLASSIFIED 

PAGE 01 SAN JO 01 175 26I909Z 
43 

ACTION MED-03 

INFO OCT-OI ARA-10 ISO-00 /0I4W 

093402 

PR26I8I2ZMAR74 
FM AMEMBASSY SAN JOSE 
TO AMEMBASSY PANAMA PRIORITY 
INFO SECSTATE WASHDC 6591 

UNCLAS SAN JOSE 1175 

PANAMA FOR RMO BERRY 

DEPARTMENT FOR DG/MED 

E.O. 11652: N/A 
TAGS: APER, CS 

SUBJECT: REQUESTED MEDICAL EVACUATION OE 
MINOR DEPENDENT OF JAMES H. SAVERY 


REE: QUINN-BAUER TELECON OF 3/22/74 
3FAM686.1 

SAVERY HAS REQUESTED POST ARRANGE MEDICAL TRAVEL EOR WIFE 
AND DEPENDENT DAUGHTER PATRICE DURING HOLY WEEK ORDER 
ENABLE TONSILLECTOMY BE PERFORMED ON DAUGHTER AT THAT TIME. 
UNDERSTAND DR. BERRY DISCUSSED CASE WITH SAVERY DURING 
RECENT VISIT/CONSULTATION SAN JOSE AND APPROVED OPERATION IN 
PRINCIPLE. SAVERY STATES CHILD'S CONDITION HAS WORSENED AND 
LOCAL PHYSICIAN IN ATTENDANCE HAS RECOMMENDED OPERATION ASAP. 

IT IS POST'S UNDERSTANDING THAT CHILDREN'S HOSPITAL SAN 
JOSE MEETS DEFINITION OF "ADEQUATE" FACILITY CONTAINED 
FAM REFERENCE. PLEASE ADVISE ON PRIORITY BASIS. 

LANE 
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